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SA 0 'Shill and SA Giber* dtviacd that the autopsy ourceona enda 
substonfial efforts to ilotcraiac if there van a r&ncila la President 
Ebnaofty'a tody to arnlair: t&afc happened to tho bullet vhich sppenxntiy 
raters A the inch of hint body. Sitoy stated that the opiaioa vas espressed’ 
by both Conmior liumo end Lt. Col, Finei: that tho ballet si£ht have 
been forced cert of too bach of the brooiuont's body ispsa oTrtlientier, of 
cxbcn&l heart *<:ascsce»- TPtoy stated that this theory vacs adversed after 
SA Citert railed the FBI laboratory rad talised to SA ICllXio:i too edvised 
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Sib-art relayed that infoaraitica to tor? doctors* 

SA Oftoill end Gib-orb advised that they uid net recall, any 
discxr*sita cf the -‘cheery that the ballot ttifht have been forced out of 
the holy by cutornal cardiac ixiasiiga until after SA Sibsrb reported 
tho fuAlry cf the bullet on the atrctchcr; here every neither ece-nt 
could conclusively rule out tho possibility that sos'a a hypothesis tscs 
ndvanoed prior to that thee, but each expressed the opinion that ho 
thought that theory i.as expressed after ir.formtion res obtained about ‘ 

the tmlc: C - 0—4 4 ’ 4_-0 v~ u wO/a^r . c-,*, Gibe c i. mis-.o-'-uct u j. wa 4-0 enao no nowuS 

during the ratopty . SA 0 *lloi 3 ,l stated that ho rude only a for notes, 
vtoch ho destroyed after Ws report vas dictated, GA 0 'Foil! advised 
that ho 1.0 sere that Ms notes voald not have- shorn vh-en, the doctors 
cnprotGc-d the thought feat the bullet rri^hf have been forced out by 
ccrternal heart aaeee^o> in relation to thn tisa that they learned of 
tho proseuoa of the bullet txx the inrhlmd Hospital irtretotor. 


I r.lro cuaoticnc-d OA Slberb ml SA 0‘i'eilX stout ttoir 
interview's of AfAiC KcXlersssn rad SA Croor on the portions of the FJJX 
report vhieh KbHebcr and Greer hove repudiated. 
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r>i.sauv*d &ro:sii end KO&xccd that the ihxaident bed 
a ’"f ^8*ea£ter &ot on the saadio and coan-^dcat-cd vitli 
; Svlwa 5J;> vast vaej- r dasircci to get; tho President to the 
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* Y ^ Y eJx t that to the test cf 

J;*'- Greer void tbir .1 Juat that* but they probably did xot 
uuooe ccssaeats since thoir conreiai.'xtioa. vith Greer vea 
vb© trne. the axTtoyay arsd they did not have eva 
e C5tor*3iva notes -Aa eccosdasec* with their aoKsal lafeo* 
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